To:  McComb,  Martin[McComb. Martin@epa.gov] 

From:  usepa.ert@gmail.com 

Sent:  Tue  8/1 1/2015  3:58:21  PM 

Subject:  Gold  King  Mine  Release  Incident 

Analytics  R08-Gold  King  Mine  Release  Incident  Standard  EPAOSC  Site  Dashboard  20150810- 
20150810.pdf 

Attached  is  a report  on  the  activity  on  the  R8-Gold  King  Mine  Release 

Incident  public  site. 


This  is  a report  email  from  Google  Analytics.  You  received  this  email 
because  usepa.ert@gmail.com  requested  this  report  be  sent  to  you.  If  you 
would  like  to  opt  out  of  emails  from  this  user,  go  to 

https://www.  google.  com/analytics/web/optout?token=W6f6t08BAAA.BihZS4WCmAtuJNv31tftaNnkCNK2p 

ZSoj3qR92mlB2ENDaNtjlKBuJcxehRcj2FHv-DF3qKNxVf7mgKbD4htKQ.4WFc50m- 

gHsuw7gokGX5Tw&email=McComb.Martin%40epa.gov&hl=en_US 


1790386 


ED  000552F  00007675-00001 


